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Tobin Bridge / Chelsea Curves Update 


¢ Alllane closures in place 
¢ Extended work zone NB 
¢ Work zone SB 

* Crews are working 24/7 

¢ Progressing as scheduled 


¢ Monitoring traffic 


¢ Extensive public outreach 
campaign - ongoing 


Charles River Dam Road vy WmassDOT 
Safety Improvements 
Current Conditions 


¢ No dedicated bike facilities 
¢ People are biking in travel lanes and on the sidewalks 
e Sidewalks on both sides 


¢ 6vehicular travel lanes 


¢ No defined turn lane into Museum of Science 


Charles River Dam Road vy massDOT 
Safety Improvements a 


Design Overview 


Adds continuous bike lanes, separated where feasible 
Maintains existing sidewalks 

Removes 1 travel lane (5 total vehicle travel lanes) 
Provides 2 travel lanes in each direction 

Project Expected to start in July 
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Snow and Ice - Year End Update? 
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Overview 


21 Statewide Events 

391,847 tons of salt 

1,782,597 gallons of liquid deicer 
522,000 hours worked (MassDOT 
& Contracted) 


Cost 


$118,523,164 — Budget 
$90,038,212 — Spent to Date 
$24,431,295 - Materials 
$640,800 — Equipment & Repairs 


